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NARA RG104, Entry 1, Box 132 


[Abstract:] Reports the number of Lamps at present time. 


Phila. 
July 14, 1884 


In answer to your request I will report that we have in the U.S. Mint at the present time, 
we have ten Arc Lamps they are the U.S. Electric Light Co., and we have one hundred 
incandescent lamps and a Weston Dynamo. 


John L. McGinnis 
Engineer 


